2732                STATUTES AT LARGE                      [Ruijs
Shucking Plant-Future plants will be constructed of concrete, tile or
brick.
4.5 Plant Arrangement-Unless shellfish are shucked directly into pack-
ing containers with no further processing, the shucking and packing proc-
esses shall be done in separate rooms. There shall be installed in the parti-
tion between the two rooms a delivery window, through which the shucked
stock is passed to the packing room.
Provision should be made for storing the employees outer garments,
aprons, gloves, et cetera in a separate, room or rooms, or in lockers.
Public Health Reason: The nature of the shucking operation is such that
the shuckers' clothing becomes very soiled. If shuckers enter the packing
room, shucked stock, cans, and other equipment may become contaminated.
Rooms or lockers are provided for clothing, aprons and gloves to eliminate
the tendency to store such articles on the shucking benches or in packing
rooms which interferes with the shucking and packing operations and
the cleaning activities.
Satisfactory Compliance: This item shall be deemed to have been satisfied
if:
(1) Shucking and packing operations are carried on in separate rooms
unless shellfish are shucked directly into packing cans with no further
processing.
(2) Shuckers do not go into or through the packing room for any
.purpose.
(3) The delivery window is provided with a suitable slide or door and
the shelf is of smooth metal, concrete, or tile curbed on the packing room
side and draining toward the shucking room.
(4) Well maintained rooms or lockers are provided for storing clothing,
aprons, and gloves of employees.
4.6 Floors--The floors shall be constructed 'of concrete or other im-
pervious material; graded to drain quickly; free from cracks or uneven
surfaces; and maintained in good condition.
Public Health Reason: Properly graded floors of durable, impervious ma-
4.7 Walls and Ceiling
4.8 Screening
terial such as concrete, maintained in good condition, promote rapid dis-
posal of liquid and solid wastes, are easily cleansed and are, therefore,
more apt to be kept in a clean and sanitary condition.
Satisfactory Compliance: This item shall be deemed to have been satisfied
if:
(1) The floor is of impervious material.
(2) Graded so that the drainage is complete and rapid.
(3) Free from holes, cracks, ruts, or other uneven surface.
4.7 Walls and Ceiling-The walls shall be smooth, concrete, washable,
and shall be kept clean. The ceiling and the roof shall be tight to prevent
entrance of dirt or other foreign material.
Public Health Reason:. Light colored and properly finished walls and ceil-
ing encourage cleanliness and are more easily cleaned. A tight ceiling and


